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KOiTiOwV 



■^OuLD PR08A8LY STATION ONE SET OF INSTRUMENTATION ALONG A OLIMSOUT 
PATH TO GET TRANSONIC 300M DATA FOR ALTITUDES UNDER 50,200 FEET, 
WHILE ANOTHER SET OF GEAR MIGHT 3E PLACED TO MEASURE THE CRUISING 
CONDITIONS,, AS DISCUSSED WITH HEADQUARTERS RECENTLY, WE WILL SEE 
WHETHER OR NOT WE CAN USE ONE SET OF EQUIPMENT TO DO BOTH JOBS 


WITHOUT OVERSHOOTING OUR APPROVED TEST AREA. 

NASA CREW DID NOT WRITE UP A FORMAL REPORT ON TEST DATA THEY 

have collected to date, but we will, try to collect such information 

as IS AVAILABLE IaT ONCE AND SEND TO YOU. 


END OF MESSAGE 





Approved For Release 2002/10/16 : CIA-RDP71B00822R000200040013-9 







